HOLY  SPIRIT  CATHOLIC  CHURCH  —  LAKE  WALES,  FLA. 


Holy  Spirit  Catholic  Church, 

a  masterpiece  of  old-world  architecture,  fol- 
lowing the  Mediterranean  and  Mission  style. 

Dedicated  December  11th,  1927 
Rev.  A.  J.  Salois,  first  resident  priest  and  pastor. 
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